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1, ASSUME DISAPPROVAL NOTED IN REFERENCE A IS FOR ENTIRE 
PROGRAM. 
2. REFERENCE B, PARA A ON PAGE TWO PROPOSES THAT A TEST 
INSTALLATION BE MADE PRIOR TO YOUR APPROVAL OF CHANGING THE 
WHOLE FLEET, ALTHOUGH NOT SPECIFICALLY STATED IN REFERENCE 
B TEST OUTLINED IN REFERENCE A WILL BE PERFORMED, 
3. REQUEST APPROVAL OF PART A OF REFERENCE B. 
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